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a 
LIST OF PERMISSIBLE MINING ngurpMent’ 


A comlete list of permissible mining equipment, rescue apdoaratus. 
and gas masks tested vrior to Jan. 1, 1929, was published in Bureau of Mines 
Information Circular 6097°. The present list’ includes vracticall all 
equipment tested and aonroved bv the Bureau, up to and including July 1, 
1929. It covers electric air comoressors, coal drills, mining machines, 
loading machines, conveyors, mine vumos, room hoists, mine telephones, rock- 
dusting machines, switches, electric cap lams, flame safety lamps, elec- 
tric hand and trip lamps, flask lamms, methane indicators ane detectors, 
blasting units, storage battery locomotives, tandem locomotives, power truccs, 
conctete mixers, self-contrincd oxvgen breathing anvaratus and gas masks. 


-Tne svstam under which these devices were tested vermits the manu- 
facturer, after his equipnent has nassed certein tests prescribed by the 
Bureau. of Wines, to mark his equinme:t with a seel showing that it has been 
"annroved" by the Bursau. These tests are designed to insure that the equin- 
ment nas the minimum requirements for safety in use. The only object of 
the Bursau in making such tests and vublishing lists of vermissible equip- 
ment is to safeguard the lives of workers and to helv lessen the hazards of 
mining. 


PERMISSIBLE MINING “MACHINES, COAL DRILLS, ETC. 


oe Anproved Under Schedules 2, 2A, and 2R 


Air Comvressors 


1. Type E-26 commressor; 30-hp. motor, 250-500 volts, D. C. Approvals No. 
117 and 117A, issued to Sullivan Machinery Co., Mar. 12, 1925. 


@e Tyve WK-3° self-provelled compressor; 30-h>. motor, 250-500 volts, 2. 
C. Axr>rovals No. 120 and 120A, issued to Sullivan Machinery Co., July 
28, 1925. 3 


3. Type CP-26G, CP-26D and CP-26H commressors; 25-ho. motor, 250-500 volts, 
D. C. Avorovels No. 123 and 128A, issued to General Electric Co., March 
el, 1927, anc July 16, 1926, resrectively. 

1-~ Tie Bureau of Mines will welcome ~ovrint ing > of this veper, vrovided tne 

followins footnote i A is iecae " WRenrinted from Information 

Circular 6172." 

« - List of Pernissible Mining Reatenent, Infornation Circuler No, 6097, 
Bureau of Mine:, Jan., 1929. 

3.- A few equipments which may now be considersd obsolete and therefore not 

ao are not included in this list 
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Type 20 compressor; 15-ho. Westinghouse motor and control, 250-500 volts, 
D. C. AODrevels No. 159 and 152A, issued to Inzerscell-Rand Co., Sent. 4, 
1¢28, 


Type Wk-22 compressor; 30 hv. motor, 250-500 volts, D. C. Approvals 2.0% 
160 and 150A issued to Sullivan Machinery Co., Sent. 10, 1928. 


Loaging “‘achines and Conveyors 


Tyoe 45-A shortvaloader; Jeffrey 50-h». ae eared volts D. C. Avopro- 
vals No. 122 and 122A, issued to Tne Sk Co., dan. 8, 1925. 


Trpe 44-B conveyor-loader; Jeffrey peek Bee » coO-500 volts, D. C. 
Avvrovals No. 123 and 123A, issued to The Jeffrev iifg. Co., Jan. 15, 1926. 


Belt-tyoe conveyor; South Tork YTounsdry & Machine Co. 5=hn.. motor, 250 
volts, D. C... Aporoval Mo. 126, issued to Biré Coal Co., June 25, 1926. 


Shovcl-tyoe loadin machine; Gensral Electric motor 30-hd.; 250-500 volts, 
D. 5. Avoproval No. 127 and 1274, issued to “vars-Yhaley Co., July 13, 
1°26 and Sent. 23, 1927, resvectively. | 


Chein-tyce convevor; South Fork Founcry & Machine Co. 5-ho. mctor, 250 
volts, D. ©. Apvroval No. 129, issued to th2 Bird Coal Co., July 21, 1926. 


Type 5-BU loading machine; Crocker Wheeler 25-nho motor, Yard Leonard Coa- 
troller 230-500 volts, 5. ©. Ap»vrovils No. 132 and 132A issved to Jov 
Mfs. Co., Decenber 29, 1626, and March 22, 1927, resvectivel-. 


Tyne 49-A chain-tyne conveyor; Jeffrey 3-ho. motor, 250-500 volts, D. ¢. 
Avorovals No. 133 and 153A, issued to The Jeftrev fg. Co., Feb. 10, 
Leet. 


Conveyor-type loader; General Zlectric 30-hp. motor, 250-500 volts, 
D.C. <dporovals No. 135 and 135A, issued to the Sulliven Machinerv Co., 
May ll, 1927. 


Type 136-EC entrvloader; Gocdman 35-hy. motor, 210-500 volts, D. C. 
Aporovals No. 138 and 138A issued to the Goodman Mfg. Co., suzy. 5, 1227. 


Belt-type convevor; South Fork Foundry & Machine Co. l-ho. motor, 220 
volts, D. C. Aporoval No. 159 issued to the Loraine Steel “%o., Aug. 
195 Agel 


Tyse 4.F7.-10x8 sheker conveyor; Mavor & Coulson, Ltd. 15-hp.; motor, 2o- 


500 volts, D. C. Avoroveals No. 149 and 149A, issued to C. H. McCullouzt 


Envjineering Co., Mar. 29, 1928. 


Tyos 48-E power shovel; Goodman 15-ho. motor, 210 volts, D.C. Apnnrovals 


No. 150, issued to Goodman Mfe. Co., Mey ll, 1928. 


Chain-tyne corveror; South Fork. Foundry & Machine Co. 5S-hp. motor, 200 
volts, D. C. Anvroval Fo. 151, issued to South Forlc Foundry & Machine 
Co., Ary 12, 1928, | 7 

ee 


14. 


16. 


17. 
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Convevor-type face lonider; Crocker-Tieelur 28-lin. motor, 250 volts, D. C. 
apynroval vio. 155, issued to Bothlohom Steel Co., ‘ng. 2, 1928. 


Shacer-tyoe car filler; Crociter-Wneeler 22 hv. motor, 2500 volts, » ©. 
Approvnl No. 156, issued to Bethlenem Stzel Co., Aus. 2, 1928. 


Pit cay loader;, Turntable type: Duncan: Couveyor; Generel Electric Cs. 1l-' 
ho. motor end control, 250 volts D. C. Anvoreval No. 166 issued to Duncan 
Poundry anc Mecnine Works, Inc., March 13, 1929. 


Pit car loader, "Brornie', ‘todel L C special; Crocker-Uheeler 1-1/2-h». 


motor and control, 250-00 volts D. C. JAnvrovals Nc. 157 and 1€7A issued 
to tne Brovwn-Favro S6., March 27, 1°29. 


Pit car loader; Continontal Electric Co. l-hp. motor, and Union Hlectric 
and Nani? octurine Co. control; 230 volts D. CC. Avorovel No. 168 issued 
to Tne Nor thern Conveyor and Manufacturine 30.6 Apr. 5, 1929. 


Nonvoyor Sales Cn. Shaler conveycr; Goodmen No. $5 lO-nn. motor and con- 
trol; 250 volts D. 3S. Apnrovel We. 171 issucd to tho Goodman Manufacturing 
Co., Anvil 17, 1229. 


Pit ca> eegeers Crocker-Waceleor 1 mse moter snd control; 250-500 volts 
Da 20% “orovels Fo. 173 and 173.4. issued to the Tairficld Engineering Co., 
Avril 1$29, 


Pit car loader; Genercl Eléctric Co. l-rv. motor and Ohio Brass Co. control, 


230 volts 2. CC. ‘Anorov.1 No. 174 issuec to Bertrand P. Trac Co., May ea, 


Pit car locder; Goodaan Mfg. Go. 1-hn: motor and control, 500 volts D. C. 
Approval Wo. 175A issued to the Chicago Autonatic Conveyor Co., June 24, 
1329. =e ns , 


Type 2-BF drill; l-hy. motor, 80-110-250 volts, D. C. Approvals Xo. 109 
and 109.1, issued to Chicago Pneunstic Tool Co., Sept. 19, 1°22. 


Tyne CD drill; $/4-ho. motor, 110-230 volts, D. C.. Amvorovals Ko. 110 and 
110-A issued to Martin-Uardsocg Co., Sent. 16, 1922. 


Type j-5 drill; 3-ho. motoz,. 110-250 volts D. C. Approvals No. 119 and 
119~A issued to Jeffrey ‘ffg. Co., Apr. 15, 1925.:° °. 


Tyve 56-A drillins machine; two tyve A-5 Jaffrey drills on truck propelled 
by Jefiroy 13-ho. motor 250-500 volts, D. 3. Acorovels No. 147 and 147A, 
issued to the Jeffrey Mfg. Co., Feb. &, 1928. 


. Model ‘A drill; 1 3/4—np. motor, 250 volts, D. C. Approvel No. 154 issued 


to Ohio Brass Co. , dre. 1, 1928. 
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Tyve CZ-7 Ironclad shortrall minin= machine; 30- hp. motor, 250-590 volts, 
D. C., Avprovals No. 100 and 100A, issuea to sama tae ee roy ae or 
sevt. 460 and Oct. 20, 1914, aan 


Tyjes 12- CC and 122¢ shortwald mining machines, 35<h». motor, 210-500 
volts, D. C. Apvrovels ‘No. 101 and 101A, is ued to Goodnan Mfz. Co., 
May 20, 1916. 


Tyve 35-B shortwall mining machins, 35-h». motor, 200-500 vclts D. C. 
Approvels 105 and 103A, issued to The Jetfrey Mfg. Co., Nov. 2, 1917. 


Type CE-7 Ironclad shortwall mining machine, 30-hp. motor, 220-440 
volts, A. C. Avvrovals 104 and 104A, issuei to Sullivan Machinery Co., 
Jan. 16, 1919. 


Tynes le-CJ and 12-—rJ shortwall minine aschines; 50-hp. motor, 219-500 
volts, D.C. Approvals Ne. 105 and 1051, issued to Goodman wvfg. Co.; 
June 21, 1920. | 


Tyoes 112-CC and 112-"C shortwall mining m-chines, 50-hp. motor, 210- 
500 volts, D.C. A»vvrovals 106 and 1064, issued to Goodman iffg. Co., 
Feb. 9, 1922. . 


Types 12-CC and 12-EC shortwill mining mechines, Z5-hp. motor, 210-500 
volts, D. C. Approvals No. 107 and 107A, issued to Goodman Mfg. 49., 
Feo. 9, 1222. ” ; 7 


Types 112-CJ and 112-7 shortwall mining machines, 35-hy. motor, 210- 
900 volts, D. C. Anprovels No. 108 and 1O8A, issued to-Goodman Mfg. Co., 
Feb. 9, 1°22. 


Tyoe 55-BB shortwall mininz machine, 50-he. motor, 250-500 volts, D. C. 
Approvals No. 111 and 111A, issued to Jeffrey “Mfg. Co., Octo. 16, 1922. 


Type e2-C arcwall mining machine, 50-hp. motor, 250-500 volts, D. C. 
Apvorovels No. 112 and 112A, issued to Jeffrev ‘ifg. Co., Mar. 13, 1924. 


Tyves cl2-LJ and 212-CJ shortwall mining machines; 50-hp. motor, 210-500 
volts, D. C. Anorovels No. 113 and 1134, issued to Goodman Mfg. Co., 
Nov. 4, 1924. 


Types 112-OX3 and 112-EK3 mining machines; 35-hp, motor, 220-440 volts, 
A.%. Aovrovals No. 114 and 114A, issued to Goodman iifg. Cou rebs 7, 1225- 


Tyoes 112-CL3 and 112-FL3 snortrall mining machines, 50-hv. motor, 220- 
440 volts, A. ©. Arnrovals MNo.115 and 115A, issued to Goodman Mig. Co., 
Feb. tx 1925. on 


Type 124-EJ slabbing machine; 50-hp. motor, 210-500 volts, D.¢. Ap>rovals 
No. 113 and 118A, issued to Goodman Mfe. Co., Mar. 12, 1925. 


Type JO-A shearing-drilling machine; 50-hn. motor, 250-500 volts, D. C. 
Aporovals No. 125 and 125A, issued April 26, 1926 to The Jeffrey Ufz. Co. 
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16. Type CLU cutting-shearing machine; 30-hp. motor, 250-500 volts, D. C. 
Approvals. No. 154 and 134A, issued to the Sullivan Machinery Co., March 


16,1927. 


17. Type CLE longwall mining machine; 30-hp. motor, 250-500-volts, D. C. 
A>orovals No. 136 and 156A, issued to the Sullivan Machinery Co., May 
28, 1927, a _ | ) 


18. Type S-S shearing machine; Crocker-“heeler 25-hn, motor 500 volts, D. C. 
Avproval No. 148A, issued to Joy Mfs. Co., Feb. 8, 1928. 


ype B-2 mining machine; Goodman 50-hv. motor 250-500 volts, D. C. Appro- 
vals No. 152 and 152A, issued to Oldroyd Machine Co., June 15, 1928. 


19. tT 


20. Type 35-BB shortwall mining machine; 50-hp. motor, 220-440 volts, A. C. 
Aoprovals No. 153 and 153A, issued to The Jeffrey Mfg. Co., Auzust 1, 1928. 


Room Hoists 


1. Oaks safety room hoist; 5-In. motor, 250-500 volts, D. C. Avproval No. 116 
and 116A, issued to South Fork Foundry & Machine Co., Feb. 13, 1925. 


2. Brownie room hoist; S-hp. Crocker-Thesler 250-5U0 volts D. C. motor and 
Starting switch. Apvrovais No. 162 and 152A, issued to Brown-Fayro Co., 
Nov. 50, 1928, 


3. Type HDE-4 room hoist; 10-hp. Westinghouse 200-500 volts D. C. motor and 
control. Apvrovals 164 and 164A, issued to Sullivan Machinery Co.,Jan.4, 198. 


4, Type HE-5 room hoist; 10-nn. Westinghouse 250-500 volts D. C. motor and 
contral. aApvrovals 165 and 165A issued to Sullivan Machinery Co., Jan. 
4, 1929. 


oe "Brownie" model HG room hoist; Westinghouse 5-hp. 250 volts D. C., No. 
89-C~874 RY motor and No. 89-C-857 control. Apvroval-No. 169 issued to 
the Brown-Fayro Co., Avril 5, 1929. 


Mine Pumps 


1. Dravo-Doyle mine pump Type Austin 5 x 6, 5-hp. General Electric motor and 
control, 500 volts, D. C. Anproval No. l2l-A, issued to Dravo-Doyle Co., 
Oct. 1, 1925. a 


2 Drayo-Doyle mine pump; Type Austin 5 x 6, 5-hv. Westinghouse motor and. 
control, 250-500 volts, D. C. Approvals No. 124 and 1HA, issued to 
Dravo-Doyle Co., April 14, 1926. 


3. Fairmont No. l mine pump; Westinrhouse Oo H.P. motor and control, 115, 
e50.and 500 volts, D. C. Avovrovals No. 140. and 140A, issued to Westing- 
house Electric & Mfg. Coe, Nov. 1, 1927. 


4. Deming "Oil Rite" mine pump; Westinghouse 5 H. P. motor and control, 115, 
230 and 500 volts, D. C. Apvrovals No. 141 ard 141A, issued to Westing- 
house Electric & Mfg. Co., Nov. 1, 1927. : 
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Scranton 5 x 6 mine nump; Westinghouse 5 H.P. motor and control, 115, 230 
and 500 volts, D. C. Avprovals No. 143, and 143A issued to Westinghouse 
Blectric & Mfg. Co., Nov. 1, 1927. 


Weinman "Self-Oiler" mine pumo; Westinghouse 5 H.P. motor and control, 115, 
«30 and 500 volts, D.C. Approvals No. 144 and 144A issued to Westinghouse 
Electric & Mfg. Co., Nov. 1, 1927. - 


Dravo-Doyle mine pump; Type Austin 5.x 6; Yestinghouse 5 H.P. motor and con- 
trol; 115, 230 and 500 volts,.D.C.. Approvals No. 145 and 145A issued to 
Westinghouse Electric & Mfg. Co., Nov. 18, 1927. 


Dravo-Doyle mine pump; “type Katia 4 x 5; General Electric 3-hp. motor ani 
control, 230 volts, D. C. Approval No. 157 issued to General Zlectric Co, 
August 23, 1928, 


Drav-Doyle mine pump; Tyve Avstin 5 x . General Electric 5~hp. motor and 
control, 230-500 volts, D. ©. Apvroveais No. 158 and 158A issued to General 
Electric Co., August 27, 1928, 


Deming "O0il-Rite" mine pump; General Electric 3-hp. motor and control; 230 
volts, D. C. Avproval No. 161, issued to General Electric Co., Nov. 9, 192°. 


Deminz "0il1-Rite'! mine pump; Genéral Electric S-hp. motor and control; 250 © 
volts, D. C. Apvroval No. 155, issued to General Electric Co., Dec. 7, 12d. 


Scranton. 5 x 6 mine vump; Goodman S-hy. motor and control, °f0- 500 volts 
D. C. Approvals No. 170 and 1704 issued to the Goodman ute. Co., April 9,192. 


Concrete Mixers 


Consolidation Coal Co. Austin type concrete mixer; Westinghouse 5 H.P. mo- 


tor and control, 115, 230 and 500 volts, D. C. Approvals No. 142 and 14cs 


issued to Westinghouse Electric & Mig. Co., Nov. 1, 1927. 


Rock-Dusting sdachine 


Mine Safety Appliances Co., rock-dusting machine; Westinghouse 5-hp., 2u0- 
volt D. C. motor and control, Mancha headlight. Approval No. 150, issued 
to Mine Safety Appliances Co., November 5, 1926. 


Diamond Machine Co., rock-dusting machine; Jeffrey 15-hp., 230-volt D. ov. 
motor and control. A»nvroval No. 131, issued to Diamond Machine Co., Dec 


' ember 28, 1926. 


Mine Safety Appliances Co., rock-dusting machine, Jeffrey 15—hp. 230~volt 
D. C. motor and control, Mancha headlight. Anproval No. 157 issued to 
Mine Safety Appliances Co., July 2, 1927. 


Type 125 rock-dusting machine} Westinghouse 12-hp. 250-500 volt D. C. motor 
and control. Approvals No. 146 and 146A, issued to Mine Safety Appliances 
Co., Jan. 20, 1928 and Apr. Ss 1928, : aaa 
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volts, D. C. Approvals No. 400 and 400A, issued to The Ohio Brass COe, 
June 16, 1928 and Aug. 5, 1925, resvectively. 

ee Enclosed tro-pole fused switch — 250 eripenees 200 volts; 150 amperes, 500 © 
volts D. C. Approvals No. 401 and 401A issued to the Sullivan Machinery 
Coe, May 11, 1927. 

3. Enclosed 3-pole fused svitch - 250 amperes, 220 volts; 150 amperes, 440 
volts, A. C. Approvals Wo. 402 and 4024 issued to the Sullivan Machinery 
Coe, May 11, 1927. 

PERMISSIBLE ELECTRIC CAP LAMPS FOR MINERS 
Approved Under Schedules 6A & 6B 

1. Edison Model "C" lamn. Ap»oroval No. 10, issued to Mdison Storase Battery 
Co., Feb. 24, 1915. 

2. Wico lamp, Avcproval No. 14, issued to Titherbee Igniter Co., June 10, 1916. 

oe Wheat lamp. Aporoval No. 17, issved to Koehler Mfg. Co.. Inc., Sept. 23,1919. 

4. Edison Model "xn lamo. Adproval No. 18, issued to Edison Storage Battery - 
Co., March 28, 1923. : 

5. RM-6 f. Cc. Ceag lamp. Approval No. 19, issued to Goncordia Electric Cos, - 
Aug. 2, 1923. ; | 

6. Super-Wheat lamo. Approval No. 20, issued to Koehler Mfg. Co., Inc., Apr. 
2’, 1925. 

7, RM-7 Ceag lamp. Avvroval No. ‘21, issued to Concordia Elec. Co., June 18,1926. 

8. Edison Model G lamp, Anpvroval No. 22 issued to Edison Storage Battery Co., 

"* Nov. 16, 1927. ae : 

9. RM-8 Ceaz lamp. Anproval No.23, issued to Concordia Blectric Co., Avril’ 3, 
1928, — 

PERMISSIBLE FLAME SAFETY LAMPS 
Avvroved under Schedules 7, 74 and 7B 

le Koehler steel frame lanp, flat wick. Approval No. cOl, issued to Koehler 
Mfe. Coe, Ines; Aug. PA 1915.- ; 

2e Koehler Steel frame lamo, round wick. Apvrovel No. 201A, issued to Koehler 
Mfg. Co., Inc., July 29, 1918. 
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Aoproved Under Sciedule 4A 


Enclosed two-pole fused switch-200 amperes, 250 volts, 100 amperes, 500 
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Koehler Aluminum frame lamn, flat wick. Approval No. 203, issued to 
Koehler Mfg. Co., Inc., Feb. 7, 1919. | 


Koehler Aluminum frame lamp, ‘round wick. Approval No. 203A, issued to 
Koehler Mfg. Co., Inc., Feb. 7, 1919. 


Wolf brass frame lamp, round’wick. Approval No. 204, issued to Wolf Safc- 
ty Lamp Co., of America, Inc., July 18, 1921. 


Wolf Aluminum frame lamp, round wick. A»vprovel No. 205, issucd to Wolf 
Safety Lamp Co. of America, Inc., Apr. 24, 1924. 


Wolf Aluminum frame lamp, flat wick. Approval No. 205, issued to Wolf 
Safety Lamp Co. of America, Inc.,.Apr. 24, 1924. 


Wolf brass frame lamp, flat wick, Approve] No. 208, issued to Yolf Safe- 
ty Lamp Co. of America, Inc., March 14, !427. 


PERMISSIube ELECTRIC Eat>D AND TRIP LAMPS 
Aporoved. Urder Schedule 1OA 


Type RMC-RACT Ceag hand and trip lamp. J/mproval No. 1000, issued to Con- 
cordia gflectric Co., May 25, 1922. 


Mocel "E" insvection lamp. Approval No. 1001, issued to Mine Safety Appli- 
ances Coe, July 28, 1925. | 


Model "Z" signal Jam. Approval No. 1002 issued to Mine Safety Appliances 
Co., December 8, 1927. © , : 


Model "XZ" hand lamp. Anproval No. 1003, issued to Mine Safety Appliances 
Co., Jan. 12, 1928. : ) | 


Super-Wnueat hand lam. Approval No. 1204, issued to Koehler Mfg. Coe, Inc. 
July 19, 1928. | ; 


Super-Wheat Stevedore lam. Approval No. 1205, issued to Koehler Mfg. Co., 
Ince, August 3, 1928. 


‘PERMISSIBLE ELECTRIC FLASH LAMPS 
Aprroved Under Schedule 11 


Eveready, safety tyne, flask lamo. Approval No. 601, issued to National 
Carbon Co., Inc., Octo. 22, 1924. 


PERMISSIBLE METHANE INDICATORS AND DETECTORS 
Approved Under Schedules 7B and 8A 


Methane Indicatins 
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1. Burrell indeicator. ee No. 800 issued to Mine Safety Appliances Com- 
vany, Marck. 10, 1922 


Lo NU. eC! indicator. Approval No. 302, issued to Oxweld fecigiers Gx 
Nov. 27, 1928. 


Methane Detectors 


1. Wolf flame-type detector. Approval No. 207, issued to Wolf Safety Lamp Co. 
of America, Inc., Nov. 21, 1924. 


2. Martienssen electric-type detector. Approval No. 801 issued to the Gesell- 
schaft fuer nautische Instrumente, Kiel, Germany; U. S. Representative: F. 
O. Willhofft, New York on January 9, 1928. © 
PERMISSIBLE MINE TELEPHONES 


Avvroved Under Schedule OA: 


1. Redesigned Type No. 1336 Mine telephone. Approval No. 902 issued to the 
Western Electric Co., Inc., July 16, 127. 


PERMISSIBLE SINGLZ-SHOT BUASTING UNITS 
Anproved Under Schedule 12 


1l.. Attachment for Edison M-S mine lamp battery. Approval No. 1200, issued to 
Mine Safcty Anrliances Co., May 24, 192°C. 


ee Davis No. 0 magneto—tyve blaster. ee 1201, issued to Davis Instrument 
Mfe. Co., fInc.) Mar. 15, 1921. 


3. Du Pont noclet magneto type blaster. Approval No. 1202, issued to H, If, 
Du Pont de Nemours & Co., Aug. 15, 1924. 


4. Davis Nos 00 nagneto—tyne blaster. Approval No. 1203, issued to Davis 
Instrument Mfg. Co. (Inc.) Oct. 17, 1924. 


5. Attachment for Concordia Type RM-6 f.d. mine lamp battery. Arvroval No. 
: 1204) issued. to: the Concordia Electric Cow, Mar. 2, ee 


6, Attachment for Edison Model apt lamp batter. Approval No. 1205, issued to 
the Mine Safety Appliances Co., April 238, 1925, 


an nvereaiy drv cell blaster. fer No. 1206, issued to National Carbon COw « 
(Inc.) Aug. 20, 1925. = é; Ss " , 


8. Davis No. 000 magneto-type blaster. Aporoval No. 1207 ‘issued to Davis In—- 
strument Manufacturing Goes Inc., Nov. 18, 1986. 
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‘PERMISSIBLE STORAGE BATTERY LOCGMOTIVES AND POWER TRUCKS 
Approved Under scnedule mel 
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1. .Whitcomb @.S.B. flame~proof locomotive. Approval No. 1500, issued +o Ges. 
D. Whitcomb Co., May 14, 1921. ‘The folloving batterics are optional *: 
80 cells Edison G14, 96 cells Baison 4-i0, 48 cells Gould, 29 plate. 


2. Jeffrey type B.D.M. class 40 ‘locomotive. Avprovel No. 1501, issued to The 
| Jeffrey Manufacturing Co., October 11, 1921. The following batteries are 
optional*: 80 cells, Edison A-12, 88 cells Edison 4-12, 104 cells. Edisoz 
A-12, 49 cells Phila. 33 plate, 48 cells Zxide Al Peer 60 celis Sdison 
A~3, 43 cells KW 33 plate. 


3. Mancha flame-proof "Hercules" locomotive... Aprroval No. 1502, issued to the 
Mancha Storazte Battery Loccviotive Co., Nov. 16, 1922. The following hatter? 
are optional*: 48 cells Fr_la. 33 nlate,. 43 cells Phila. 39 plate, 49 colls 
Gould 33 plate, 48 cells Exide 27 piatea. 


4. ronton tyne 7.0.G. locomotive. foprovel No. 1503, issued to Ironton En- 
gine Co., Mar. 24, 1923. The followine batteries are optional¥®: 38 cells 
Edison A~l0, 49 cells Phila. °3 plate, 43 cells Phila. 33 plate. 


Oo. Mancha Hercules A and AX locomotives. wa a No. 1505, issved to tne inn 
cha Storaze Battery Locomotive Co., Avril 5, 1924. The following batteries 
are optional*: 54 cells 33 plate Exide, 54 cells Phila. 39 plate, 90 cells 
Kdison A-l2, 92 cells Hdison A-10,; 


6. Jeffrey tyne B.D.M. Class 25 locomotive. Approval No. 1507, re-issued to 
The Jeffrey Mfg. Co., Aug. 20, 1925. Tre following batteries are optional*: 
‘04 cells 33 vlate Exide, 5 cells Phila. 39 plats, 54 cells Phila. 33 plait 
48 cells K.W. 37 plate; 49 cells Exide 27 plate; 88 cells Egison A~1l2, & 
cells Edison A-12; 49 cells Exide 27 plate; 48 cells Exide 25 plate. 


7. Goodman Tyne 10-30 locomotive. <Anproval No. 1508, issued to the Goounan 
Mfg. Co., Mar. 21, 1925. The following batteries are optional*®: 48 cells 
Exide 33 plate, 43 cells Phila. 39° plate. 


8. Goodman Type 83O locomotive. Approval No. 1509, issued to the Goodman Lr. 
-. C0., Seovt. 25, 1925. Battery 48 cells Exide 23 plate. 


9. Mancha Standard A, AN and AX locomotives. Approval No. 1511, issued to 
= Maricha Storags Battery Locomotive Co., Nov. 10, 1925. The following batt:* 
are optional*: 48 cells Phila. 23 plate, 48 cells Phila. 29 plate, 49 cells 
Phila. 29 plate; 48 cells Exide 19 plate; 48 cells Exide 23 plate; 56 cell's 
Phila. 15 plate; 30 celts :Sdison A-8.. , 
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Westinghouse-Baldwin locomotive. “Aporoval Ne. 1512, issued to Westinghouse 
Electric & Mfg. Co., Nov. 11, 1925. The following batteries are ovtional*: 
80 cells Egison A-8; 48 cells Exide 19 plate; 48 cells Exide 27 vlate; 50 
cells Edison A-10. 


General Electric type LSBE~2C6-C9 locomotive. Aporoval No. 1513, issved to 
General Electric Co., February 25, 1926. The following batteries are ootion— 
al®:; 48 cells Exide 27 nlate, 80 cells Ndiscn A-12; 48 cells Exide 33 vlate. 
Jeffrey Tyne B.D.M. 25 Form H Locomotive. Approval No. 1516, issued to The 
Jeffrey Mfg. Co., December 28, ge Battery, 4& cells ExaGe 53 Dlate; 4. : 
cells Phila. 39 plate; £4 cells Exide 33 plate. 


Atlas Type B locomotive. Avvroval No. 1517, issued to Atlas Car & Mfe. Co., 
Feb. 10, 1927. Battery 48 cells Phila. 39 plate. | 


Mancha two~-motor locomotive: Avoroval No. 1520, issued to the Mancha Storage 
Battery Locomotive Co,, May 27, 1929. The following batteries ar® ovtional*: 
of cell. Ironclad Exide, 33 plate, 54 cells Philco, 39 plate. 


Main Line Haulare Locomotive 


Jeffrey Tyne B.D.M. Class 30 main line hanlage locomotive. Approval No. 
1510 issued to Jeffrey Mfz. Co., Cet. 12, 1925. The following battericés are 
optional*®: .110 cells Phila. 39 ee 110 czlls Exide 33 plate; 117 cells 
Exide 33 plete. 


Power Trucxs 


Mancha power tank. Approval No. 1506, issued to Mancha Storage Battery Loco- 
motive co., Mar 5, 1924. The following batteries are ontional™®: 110 cells 
Phila. 29 plate, 110 cells Phila. 31 plate, 117 cells Phila. 27 plate, 110 
cells Exide 27 plute, 117 cells Exide 23 vlate. 


Mancha vower tank and zathering locomotive. Avproval No. 1505A, issued to 
Mancha Storage Battery Locomotive Co., June 21, 1926. Battery 117 cells Phila. 
19 plate; 56 cells Phila. 55 vlate; 56 cells K.W. 35 plate; 56 cells Exide 
29 vliate. : 


Jeffrey vover truck and main line havlage locomotive. Aporoval No. 1510-C, 
issued to Tne Jefirev Manufacturing Co., Dec. 31, 1926. Batterv 117 cells 
Phila. 39 »lete. 


Mancha nonmvropvelled powsr tmick, Anvroval No. 1514, issued to Mancha Storage 
Battery Locomotive Co., December 18, 1925. The following batteries ars on- 
tional®: 110 cells Exide 27 vlate, 117 cells Exide 23 plate, 110 cells 
Phila. 31 plate, 117 cells Phila. 27 plate. 


Jeffrey Power truck. A roval No. 1515, issued to The Jeffrey Mfg. Coe, 
December 28, 1926. Battery 117 cells Phila. 27 plate, 117 cells Uxide 23 
plat. . | 

This includes all batteries covered by tue orizinal “approwal or extensions of 
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Westinghouse power truck. Avpvroval No. 1512-C, issued to Testinghouse Zlec- 
tric & Mfg. Co., Sept. 13, 1928. The following tatteries are optional*®: 
48 cells Sxide 33 plate, 438 cells Phila. 39 vlate. 


General Electric tyne LSBE-206-Cl1l2 power truck and gathering locomotive. 
Approval 1519-C issued to the General Zlectric Co., April 6, 1929. Battery 
48 cells MVA Ironclad Exide, 33 plate. 


Tancem Locomotives 


Jeffrey tandem locomotive. Approval No. 1518 issued to The Jeffrey Mfg. Co., 
Nov. 21, 1927. Battery 110 cells Phila. 23 vlate. 


ERMISSIBLS SELF CONTAINZD OXYGEN BREATHING APPARATUS AND GAS MASZS 


Anoroved Under Scherwies 15 and 14A 


Oxycen Breathing .moeratus 


- Gibbs mine rescue breathing avparatus. Anproval No. 1300,issued to Mine 


Safety Appliances Co., January 15, 1920. 


Paul mine rescue breathing apparatus. Approval No. 1301, issued to American 
Atmos. Corv., January 15, 1920. 


Fleuss—Davis Proto apvaratus. Anvroval No. 1302, issued to Siebe, German 
and Co., (Ltd.) February 7, 1924. 


McCaa mine rescue treathing apparatus. Aporoval No. 1503, issued to Mine 
Safety Aprliances Co., Aug. 31, 1925. 


Gas Masics 


M.S.A. ammonia gas mask. (Formerly the Burrell Ammonia mask.) Approval 
No. 1401, issued to Mine Safety Appliances Co., Avril 10, 1920. 


M.S.A. self-rescuer. Approval No. 1402, issued to Mine Safety Apvlionces 
Co., march 6, 1924, 


All-service gas mask. Apvroval No. 1403, issued to Mine Safety Appliances 
Co., July 1, 1925. 


G.M.D. ammonia gas mask. Approval No. 1404, issued to Mine Safety Appli- 
ances Co., March 10, 1926. 


La France ammonia sas mask. Approval No. 1401, issued to American La 
France anc Foamite Industries, Inc., June 23, 1927. 


G.M.D. ammonia as mask. Anvroval No. 1406, issued to Mine Safety Anpoli- 
ances Co., Feb. 14, 19236. 


* This includes all batteries covered by the original apvroval or extensions of 


approval vrior to Jaly 1, 1929. 
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» All-ses-vice gas mask. Anproval No. 1205, issucd to Mine Safety Aovliances 
Coe, Anise. 24, 1928. 


» Davis ammonia gas mask. Avvroval No. 1408, issted to Bullard—Davis, Inc., 
Decs LO, 1928, 


» M.S.A- Combination hose mask. Aporoval No. 1901, issued to Mine Safety 
Appliances Co., Maz 29, 1929. 
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